To:  Restivo,  Angela[Restivo. Angela@epa.gov] 

Cc:  Foster,  Althea[foster.althea@epa.gov] 

From:  Garcia,  David 

Sent:  Sat  8/1 5/2015  4:35:53  PM 

Subject:  RE:  Status 


Referring  to  the  constituents  of  the  water  that  spilled  into  Cement  Crk/Animas  river. 


David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 


U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-D) 
Dallas,  Texas  75202-2733 
Phone:  (214)  665-7593 

Follow  EPA  Region  6 


From:  Restivo,  Angela 

Sent:  Saturday,  August  15,  2015  1 1:26  AM 

To:  Garcia,  David 

Cc:  Foster,  Althea 

Subject:  RE:  Status 
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Waste  water? 


From:  Garcia,  David 

Sent:  Saturday,  August  15,  2015  11:23  AM 
To:  Restivo,  Angela;  Foster,  Althea 
Subject:  Status 


Any  update  on  GHK  waste  water  historical  data  ? Trais  mentioned  yesterday  she  wants  to  see  by 
noon  today. 


David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 


U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-D) 
Dallas,  Texas  75202-2733 
Phone:  (214)  665-7593 

Follow  EPA  Region  6 
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